Brief comment text:

With respect to the proposal to reconfigure the 902-928MHz band for the purpose of allocation of bandwidth for a backup GPS system, please consider the far reaching implications that this could entail.  The 902-928MHz band is a vital component of innovation and communication which could be impacted negatively by accepting/implementing this proposal.  Additionally, any decision made could adversely affect a proverbial universe of products and applications currently utilizing this space both within and without the geographic boundaries of the US, including agriculture, commercial, medical, industrial, and scientific.  Thank you for your consideration.
